To:  Coleman,  Sam[Coleman. Sam@epa.gov];  Honker,  William[honker.william@epa.gov] 

From:  Garcia,  David 

Sent:  Fri  8/7/2015  5:03:01  PM 

Subject:  Dgarcia 


Sam/Bill, 


I went  ahead  and  came  into  the  office  (supposed  to  be  CWS)  to  help  coordinate  Gold  King 
Mines  information  between  WQ/SF/R9/  and  NMED.  I hope  you  are  okay  with  that. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 
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